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^ 02/1l(6)/05.—3ftft73 ftfftrfti TPT 7 B? %ft 3^ 

,>-17337 ft ft \3r3lf 37513 3l(t|pi<4*i, 2001 (2001 37 52) 3ft 3T7T 13 3ft 37317 (2) 

ft #5 (8T) ft 7TO 7f%3 317 58 3ft 33JT7 (2) ft 3T5 {Tfj 517 333 7lf33ft 37 llftm 357rt f? 

33lft 351 STC313 377ft t faft 333 3#1ft73 3ft 3T7 58 3ft 77317 (l) 3ft ^WJ-dK ftft TPft 
arfftlft 3ft vj|-M3> l ft 3* fe3J fftTft TTlft OTlf%3 ftft 3ft ft7T371 t WcMfft3J353ft t ftk T^iTT 
ftft t fft J333 3177 fftfftTftl 37 713133 ft 333 SlfftTjTTT ft 737713 3ft TlftTS ft ftOTcftTI Ifti 
37crf^r ^ ^cl^HM 3? T1W fclxJR fcp^T ^KTOT I 

angfa w, ^ w^r 

$ aiTOH tt ^ wt r it, «^r fetw %*n i 
an^r zfi ^tm, ^ ^ #, ^ *i4^iddi ^rr ^ hsiA^i* ^ ^ ^ 

3TR.^,'J^T, ^cKiV-l, f^cvft - 110066 I 

mm 

1. ftfira 313 3(k 5nft3 - (l) 13 ftfft3ft 33 ftf^ 7m 3^ 33ft^33T ^ft (33ft Tftften 

wti $> fen? 3tfcT afft aicRIH) f^RRT, 2008 t I 
(2) ^ g?r cu^lo ^ 5 t^tt i 


2209 G1/2008- \ 


(1) 
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(2) S5T 5k*irfSld ttfi W&m> m it 3Tf^T vJM^cWI $ 

^jrf T$> WT - 

(*f) 5>cr OTt wfm vjfr ^nt writeu $ afcnfa aro arprR trofer 

3TT55RR ?ft $Pif?dd it aifa^m it arcfrr artfSra gsorf ^kterr m 

TOoR wti $ feHJ wf 3TT facfjftid ^TT ; 


(®) w\\ 'fT'Tyl^T cn^ cfr fen? \3jarf ^rh \inwy tit jrf^rr sm rpR ; 

W vjH'wy ark ^rf f%^T^r afft ^srf tot ^t ttttooR <£ fky ycrftf^R 

w OTf ^rt f%*ror cpft m cfyfi 3> #i 3 ^ ofTdgK jrf^na# yy w 

FtR ; 


fa) \3y5|f ^sTOcT afk a^Jll ^tkt^TT cfr cfr 3Tcl4d 3TT% 3Tc^ \RTOy aft? yfsbidaTt ^ feT? 
^tt<r aro^r, TOeR aro^T afk HdieH eft ym 3 ^4) , % ^iqfricb yf^n 
TOF w£, ^77^ FRT tofeld \3dTlcR ^R yfc cTT^ FT, ?RTT ^ 3RT ff cT FlRifr 
- aro^r 'dii5 u i cpto kt ^arf ^rkterc y^rkR eft ttrt wti ft fen? t ftt nomRjd 
W kktereF gRT ancRTRj yiyft vjttt? i 


( 3 ) ft fen? \&v\\ arfcb'Si ft v5MiiVi cik ^ii4icll 3fk fikftyui - wc^iiRid ^arf 

ftrftro - 


fa>) arfSRjro yr. ^T.arr.3i8(aT) ( ?rrte 2 yfa, 2007 ft fryerft ft anpR arftflF 

vwftddi frt f^r^Fd ^t art^rfe toto ft wrcf ^ ypjFra aroft eft 

cr fkrkn ft Iky htto ft arpR TPjftcT arosr 

yfgdT cf>r ^rUIMd cnkTT ; 

(^) PinfcHRsid c^ mv it aricPFT ^t RKelqui afk ^Vtt - 

(i) >H^d arief^r tft ^eTdi 4 arf^fkr wterraft eft art^si nrft^t tft 

^cb^Lid|U|U| ( TOPI ; 

(ii) W Wcf cfR cj^ft afk ^urf csrt 4 ^etr ^ fky knr>iM ; 

(iii) ^EFT TOR cf) 3(k kcRR FRT ^TT ^TFR 4 Mcf ^T ^TRRT 

^dRdWd I 

(y) yfkF? afhr ^rojrft yrfld ^retr f^RT^r wft <^ toc=r i 
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(4) 

y^UiRid 
THTOn, 

OTftt «RTdjf 
dfaftld Ftm 




gsurf tot dmft ft *rasi 3 Rm>iRft <frrrc <ep^n, >?tot hrtct ftsc^ - 

OTT^T Mlsh^l ftt tfeT dSRTT, \£vlf TOT wft ftt TOfteft-3TTftlcP 
^«f irq srtr aifaftd dM'ftddT Jdft cpift^ror ft fcRj RPtaid ft ^ ^ 
ft} eqH 3 ^3cf W% ft fcR? t*IK cftRTT 3fft ^ *t pHfeiRsTd 


(p) aftTep ftrPTfar fft^ ^ ^trt^pt ; 

(’5) mcHfrfeRf v353lf TOT 3fft vJTRT ft ^fftigcRT dcp^cpl ^JT ^Rxl^kl ft 

3lfftp oTFTcT ft ^ ; 

( t) JRftzp ft Wpd ftr£ w 3JT McqiRfd dcpftlft} vril Ra+i ; 

(j) ws ftf orerf^r ft sftftcp yi enfold cTFTd tot sfrtt t? 3Trenfftr ttrzt 
3j($<ftd* f RPrih ft H#cp btrt *it RraRw ft aira^T ^t 5nft*RF> 

f^m ; 

(■5) ^Jl<l«£i fftip l R^ l t ^T dK u fl'tf>d >HKi^l ^dft WrfttRRT (cR£ WRT 3ffr 

ftE faf ft ) ft SR^TTC ; 

f-r) uT?T fftftt ^jvjft g*RTT BWT ft cpT^TOT ft fcEJ fW vJMd*l f c[?T 

virU i Rid sserf ftrteP ftft fftwft ftt ^pftff #? tor 
TO cRpftftft - f%#U Wi ft fto eft RRPTRST cpftn; 

(3) vJTgt fft# Rre>TR?T fft? tttt ^ «TERT ^TRT *PT STf^P^R W ^ift^d TOcPT 
3|fr 3EJ35RT ftt yfsPiJI, ch^dlR^ ^dlft sft? ftt Wlf^cT cRdl t d?T 
RpP l R^ I ft ftft wft ^T Rt|K fcPT^T ^3dft vJHi'tTi dRd tffafdd ftftTT ! 


5. J 

ft ^ 

4 

ft# 


N 

(®) 


W 


(2) 


iftSRT tPT 3«k ^IR cP^TT - (l) WTftcT ^fttep 1?WTO 

irt ^>q ftftt ^ ^r RpptR?! ft^ ^ wft ^t tot.^tt ^ 

vjMftPl^l'H (4) % Trf^rftRT f TO ^T 3TftlftcT Wfftm ^ ^RT ^ TOft^ft ^ 

T? ^oT 3Tfcp^5 cT$TT ftrfftf TTRFTt 'ftcR vSdcpI ^ftcpdl ^TT 3ifa vJdc^ 

cb i ^^l^d # feT^ cPRj zfRTO ^TN ^TT t ^PRJ ft^HT ^ ftnfclRsId ^fftfeT -• 




rl^Pld \jqrft ^T ft^d ?Rpftcft"3TTffe fcT?^T ct^R cp^TT ; 

SJ^T sftr *i«ic£i ^R5?J 3Tftrf%?T Slftcp^ny eft Rm)(^ cjrft ft feRT ^TW 0 ! 3fft dlldd 
cprft ftt TOd TTete ^TRT ft WeT ftt cllftch 3TRIR T7 W eRT cP^T ft feRJ 
TTPffeft 3fft Hldlftl'eT ; 

tToT^T cjvft ftft ftrT ftt ^TeTOTT MWlftd ftt KTH ^ ^^Rlftd 

wft ft arftrftd ^rftcRn srt l 

Mcmft fd ^ftfteicp, ftftRRT 4 ft vJHfqfWd (4) 3fR ftftRRT 5 ft 3T#d ft! ^ 
cpRcl l jft ft 3TTETR TR STf^ftcT OTftw ft TftTO, ftSeT ftt TOT 2 ^ ftft^ 3R^d 
d^RTT I 
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( 3 ) TOito to 1 ^ w%tt tot % ton? ftorto to? tr- ^rf ^rm 

^ cMdta^ ^mr Tjc^ichH ton to toto wtor ^ ton? *p§h n?t tot 3 
3 tot TOJcT ton I 


6. to toto tot WERT- (l) to tofaT .tot TTW EPT W^lRjcl to totem? 
to 3Tf%1%cT vto<WI £[RT wjcRT W ^ ftftTOT fto W^J] ‘l 


(2) vto to$ten tot % ftPifcfc \to «zfft, ^grper ctstt cTto n?t nm wti n> 

ftwiRwl ^ ^fat torn wtr n* mm eft toteft to eft torn fto ^tto 

to 5T^nf^T w%cf> gRT ftnfolRsId WZR cRtT §n 5RRFT §RT frto f^ehlcHI ufTW - 
M. Wf n?T cTcTOT^j to ^RT ft toRld fto TO ft ; 

faO 3i i cps^i toto 3Tnft W^cpT^f ^TT ft ft <to ^fcPT ^^Hlf^d R 

JTTf^cT tomto §RT toreftto R JRlfad RT ft rf^TT ftftt T=^?T ^fnrfft ft 
wnftrfttoi^nftf fttnftft ; 

fa) T3*ft ftnftsn tot ftm? n??ft ft ?fftt ^fftf^cTd ^frfn> fRTeRT, RTcTETpff #7 gf^~d l 
cpt ton ton TRn ft to Bito atctog ctotT cpt ntoto ntortor nto ft ; 

fa) tontor ft ntomn ft totut ftfto TOto ft totto nrrfftftr ftr tonr 

^toJTTOTWt ; to 

Oft ^to ftnft$TT, \JTv 3 jf *i 4 $?k'dl fa?ft ftton tot ft fcR ^ttcf to ?FTO strRTeT) 
tom, 2008 ft 3T^TR ftt nft ft I 

toten tot to? tot ft to ton nrtafn ft to nw 4 ft tor rot ft i 

(3) TOito to ?toaR> to totan tot t to n??r to to to t 3rf^rto 

wton ctt ?rto to tornf nt stofcr ton ctstt tot to n? ton^r ctt nto, ^to sto 

11 ^% ^ ^SIN Wr ^ ftp? ^ ^ 3 ^tncr grt ^ aif^d f? afk arfirfei - 

witwr # T 3 wif ggraT ^etn g^ ?wt ^wrf ®gg # g^ gr^ ^ ftpr stt^c,; ^ ^ 

R)^iR«i ^Vit 1 

(4) WoyiRid ®3rf ^rttarcp, ^ cr #En^ ^ ^ Miftra grrofgrr ^ aM ^ 

^tsi ?pft gggm afR^t^r 3^ ^ g^ 557 ^ 3 TEftg T 3 wrf #i%t g^ frtor g^gi 1 

(5) 3 wrf ^rttsn RtM ^ McEiiRid gjtt ^grf wrteg> sfR 3 ?f 4 rf|ci wftggT ^ ^wrf ggeicp 
Sm ^Rigi ^g it s>wiwRd gg? girf 31^^ gw dRifoid ?fgT 1 


ar^R mgr, toto^ 

[ton IH/4/185/2008/3TOT. ] 
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WK 1 


Wtt eft Tji gjOff tR 3 TTcB% vJcMlcW cFT wfct \5vrf Wttfm eft 

[ ftPUH 4(l)(cF) (^) M] 














































WT? : 3TOmRT7[ 


w-hVi 


cTFTcT (^fT cTRI W?) 


B?qT^T (f^feRH 

f<^ ^ j*SR, ^cTT^ f^T 5WIV ^ 
ft><H TRFT 2TT ^t=^tHRT, 

I ^Iqoii vTRlW f^T TRFT f dt ^cTTY 
f^?T trs g>T uft% tft/3TT#-3TR7lfcld 7JT tft/3TTf= 
gT ^ rZTcTT 

W c!^l4*T g> HTEZR ~ 

v3cqr^r (^h cTO 


WT 


^cT 3Tfw fER eTFTcT (^T cTO W?) 

WMidd (^T oTR? 3 M^d/ q^) 

7-ifor) [^(i)+^ (i) + n(i)] 

^tj<S/3TRJ 5P5RT ^Ts? f^e^d ^ 

_cTra' c^cej^-a/^) 

^ ^ ^ f^pT (^T cTO 

7.1 |>(i) +*g-*r1 _ 

viM+fk Rfezrr T RIT 3ft? JTH'kMUf gBR t^ f$j^"j 
cTFIcT % 


l!H551S?fcEMi 


ffepT <fc fefTJ vJXRfrrT 


[ ^ ’ncr ^ wr 4 \=nrq^r ^ ^ ^ ^ ^f 
#r (^tM) _ 

~wti*q><ui vjsrt ^ fen? <?>t ^ TrrS" 

(??M) _ 

^ ^Tef ^PTc TT cTFTcT (^ff cTO ^./^) 


:3vlini!^ 


_(^^cf/f^.UT.) 

5ft ^ ^rar (e ?r/qj) ' 

vwi^T ^ fen? \3M41 j| ^ft Tit HRTT (^5/3^) 

^ W 5? ^ 3 ^RfRT ^ft ^ ^TRTT, 

A (^M) 



















THE GAZETTE OF INDIA: EXTRAORDINARY 




ifc fcf fcT^TT^ cTFTcf cfR5 ^.M) 


[Part III —Sec. 4} 


m 

in 


*TRT 3RJ TtfctJ thj cihR ftR 


A WTcT 3ffrRT 



M *rrar (^tM) 






^ fcT^ ^ Tn^rr 


^ fcT^ <£cT cFFTH (^T cTRI 







j ^ (TOef/t^.^T.) 


*15 w (^?M) _ 

wtt^t ^ fcT^ wfm prar 


TfTcT ^ ^ ^ vFltfR M FTTR, ^ 3»t$ 


vJ^PT fcT^ viM^iVl cf5t TI^ T H3T 


}5^r ^pr feT^ cpeT rTcT w WFRT 

cTRI ^.M) 


*TTxt Wra> 








l^^JI ^sfr fcT? vdM-qVi <f>t RRT 

^M) ___ 


, ^eT f^TR ^c*P* W 
cTFRT (^T cTRI ^.M) 


*era> 


J ^JcR (cfjcnd/fc^.TIT.) 


R$ RT^T (^iM) _*_ 

[cT vic4RH ^ feF? vjiR ^I ?\$ RRT (cR/?$) 

$ PFcT gv ^R ^ \c5MilV'S R? RRT, ^4 


jljgiumi^jj 














































['FTIII—TSFT54J 


*TRcT3»T : 3RTFITTW 


(v) 5RT T3W T $ fcF? \J^fpT ^ WX 
(^rM) 


(vi) cfr feP? ^ef K> eTFT^T 

(3RT cTRI ^./^) 




sygoiagB 


> ^ (efr^oT/ftj.TJT.) 


^Ts? W (cr^ei/cT^) 


ftlJcT TOT cfr fcfq eft 








W'H'W^j 3 ^ <£ f^r vjqtfm <ft t^ 7 ^ 

(%M) 


5T5H'W V ^U| v3^ft <£ for ^ eft cTFTcT (cRT 

eTRsf 




’ (cj?<£d/1%/5IT.) 


■’rrar (c^vd/^) 


fcT^rf '3?TTcR eft fcf? ' WfF7 eft tt^TT 

(cftjoT/T^) 


efr^r W e£ ^ H v^fnr ^ nt W, ^ eftt 
#r, ftftqcrM) 


\J5FR <£ f^r v3iRfri-[ eft TJ^ 7TT=n 

(eftr^/^) 


JTfRWT \3TS^ ^ fcfq feT ^enft3fr eft eTFRT (cpFT 
cTRJ ^./^) 









f^cT viCHiq-1 efr feFJ wfl^T 3>t ^ ^T3T (^T cTHI 

/eft) 


^r *tt?t w> wr ^ 
t, (<RT oTRI M) 


^FT <& fcF? Wfp] eft ^ TfT^T (eRT 

M) 


MTfcf^ui \3^H c£ fcF? Wl^^ch ^fT 3>t <pT cTFFT 
(^T cTRsT ^.M) 


|!£jC£t£d 

kBEkwE 


(vi) 
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anr tot for vm M) _ 

ftspT aJMcFT ^ fcP? OTfrfT g>t ^ TOT eTT^ 

IjWfcpT /cpt) ___ 

tttct ^ ^ 3 'JT ; -i s r T r g>t ^ tot, ^ 

(<rer errei grggr M) __ 

mffffrg 0 ! TO^T cfc teFT sWtfFT -g>t ^ TOT (^T 

cTO T^refapr /^) _ 

\JTO cfc fcP7 ^cTfrsft f>eT eTPTcT (^fT 

_ 


f^cT \JTO cfc fcP? % \3c<ffTO cfft ^Tef cTPTcT (^Ff 
cTRl' ^.M) 


i TJc^T (cMeT/f^.TH.) _ 


'3 13 FT cfc fc’R vd^Vl 3?t ^TT? HI3i 

(^T M) __ 


eft fcF? 3Wft ^T ^Tef cTTTcf (^ 
cTTCI ^./^n$) __ 


imu 

II 


fcT^cT TOTO eft fcF? Wfl 7 T 3>t ^ ^TT^T fe^T/cPt) 


aJTO eft fcTq WTPT ^ ^Tf ^TT^T 

(e^M)__ 


3T^T ^ftcfT cnfe eTFTcf 




















































wrere _ 

vTaj^ cfrT ’TFT 

T£?T FcTT_ 

_ 


^TTSre _ ‘ 

i^nte ^tft 

Mc MIH’T 6^ __ 

W^ __ 


vjqra'ET - 1 'AtKW ePT FTF 


tfifc, *n*rc, WK x^. xrfw. **<&** ^ 5 i afk 5 ^ra. 

WM, ^J^FFeT, f^FT^t, ^ 


vJLfT^Ej-2 




B55EE55 


\J5Ef ^fte ^vfef 


gecfTT ^vTH oeT 




f^T 'TTWT “^TCct acT 

\ 


chfilcfT 


tft/3TTf 




T^TSft 






WTcTT 


c^RTeTT £*ft ^ 


? W 


' % 


5 


\ . _ . 


% 


FTW IR (15 H 3Tt>T 1.01325 ^K) 


fWr cfW 


( 10 ) ell<s 


. ^vi:a^ jpgyy 

























73TTFJ g5t srat^r m<w>fera ^ wr 
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2 f&ZZ. ^TFTRI ?TT ^H<s«ci^t| viftRlcI 3fa ^ I ^3jf ^tRI 3 3J^HlPld SRtTT i 
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& 

Nv 






rf IT) 























[WIMTO4] 


Tl^m : 3IWI 


HKOM 4 

*>vRhjh 

[ftfom 6(2) $&) 

vfamf QhIc <ftt cl<m ?ft fcH? 

5 >fpt%t fcfr£ 3 - s 

(1) ftqte ^ 

- fafr£ sfrfa? 

- ^f^chd cf=5T tot 

- to to 

- Mt ?rrtt 'ia 

- VMlftid TORfeTO TO tot 

(2) ftm 

(3) TOTefT 

(4) zpTZfepT^t ^TRT9T 

- cftM-fl ^ 'W-R'iSI 

- v3T^ 5RtT TO^TOT ^ft TOW 3fhT^7 

- 3TT^ qict TO? ^ f$H? TJTSZT TQ^frcft 3tt? 

- 3fa ^T eft? ^ TO^f eft feH? ffisg fomcfrd l M 

- TSuit cfTr toto 3fTr -trfrwi 

- wrt - tot 2 3 wftn? 

r 

1.0 TOT? /TOUR eft «TT^ 3 TTf^rR 

i. i mrm tort, wr «zfft 3fa ftror 

1.2 3r3jf TFMtaTT TO 

1.3 'SWTeM ciFTcT eft ^TO> (TO=3? TOTjft, 3*5!?, ^TTTO, TOT?lf^T, ^fr l Rehd W$, 

1.4 ^ \dM<qVl 

2.0 TOTTTO TOTOTO TO TO?R 

2.1 f^Rrrot jttttowt to f^ror 

2.2 jrtww ^jiRm 3fR tocR 

2.3 ^ST TO^T TOnft Rrfcr, TOTT 3fR cTO 

3.0 5 J*5T? viM^Rld! TOTTeft TO fcfcRXTT 

3.1 wj?r eft to? ^ 3 rt <ft? 

3.2 5R^f7 wftRldl TO f^TOT 

3.2.1 TO fftTOT 

3.2.2 TOT • 

3.2.3 TO 

3.2.4 TOftf^ efrg 
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4.0 fa’fcjd H 

4.1 

4.2 

4.3 

5.0 3*30 OH 


3.2.5 cJST 'Tef 

3.2.6 tofcT «Ier 

3.2.7 3F0 - 

jr*n oor? to tot to torto onto 

[ OfeT OTOT3IT 00 OOTF 00, oNHH to OTO mt yqi ^ ^ 

of >3?fm ^ foo vrToT 3Tfctto 

juft 0«W if notoctT 00 n^tf 


ST to HW^BO Pt vJ0W>0/m»ITcft 00 «je*iicf>'i to 

^ to notion cfft o^ vsnsf omf o^tam tor nor sir 
O^tsm 00 hR^IiH 


6.0 vitoto to miOS On itot $ to OWHT 


r«. 

6.1 “Hi 

$se to *aon 

6.2 ^Oc 

Tonarm toto 

6.3 05^ 

to oocT ^toon4 toto 

6.4 n^ 

t OSTOT f^Oem 

6.5 ^to" 

n nreT otot to toon 

6.6 to 

or otono tot toon 

6.7 to 

jh u !icti n>in 

6.8 O^ft 

013 omoft <ni4 

6.9 f ^ 

n too mo ftom 

6.10 5TO 

non onicft 

6.11 3T 5 

0 


7.0 , 9i5rf OTO HUIIcfl OH ^e*iiioH 

7.1 ooo 4Hci 

7.2 \to oon nftoffT ymcfl 

7.3 ftoOR 

7.4 i ffcto fato torn: to oarm omon to tom tffc ^ ^ _ 

7.5 i^Tto to ntoonnt or to ftooro tonftpo mt toram 

7.6 'Timon orofon gotten 

7.7 sirititoT, tor ato to tom ooto no ftfton oSt ^ 

7.8 totom ton to otorto 

8.o to oioinn ^nra to ftranto ^ ~ 

8. if cfr i 3*50 prtor, wM sto o> ofanooi 3m tomeo mmrooT on 

ton isaf 5 rh frra% *is ’rfiw ^ ’fiPrefl * ^ snwftcB witra gr 
vsnrprt I 

8.2 mo 2 ^ f^ronftn fto no n^tf non vjmot o> _ r N 

8.3 tfto? mgf?r or ar^ono ftonftn to no oto to mon tot off moo 

8.4 ^ 'tot *r faton to ^ to torflo toom ott shot o* eom 3 to f? Toto 
tonff or ton tom oo mtoo to ton oortfr oft totoft to toto wtom 
to #oktt ton fftftom ooto on onto ton mom i 
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8.5 ^jfr ^ $ vfl^lfW grt^HT cqq£f4 fWt TO ^ £<RT f^PTPT 

^rzfRr ^ yRRviim w 4t teR ^>Vn i 

8.6 SR9T3 % ^ TOT ^mfr ^ ftPIPTOT cfft mf% *lll?d 5TO 3 TOT, f^? ^ 

f^mPT, llTOf^ T wti TOT TO*tf I 

9.0 flcumw _ 

zf? to Mcti i Rid wq%n krt mm wifa ^ w ^ft tcpzn wro tcp- 

(i) 3 ttWt tpt tvm ^tcrr^j 3ik TOcrnjfor fcro to t ; ; 

(ii) 3TiW ^fcPTT FFT^WT^^tTO^taf^ TOTOWT f^TT 

H^kT 3T^Ttf^T STTO^ft eJRT TOf&KT t 3ft? '^fcRTt 3 ^T# 3ft ^Tf t I 

(iii) %Rt 1^ T d4ftRPT <gftTT, affttf^PTT ^ ^ #1%T frfl£ . 

% sfa \dfld51 3P^T?T cRZjf ^T TT^t wfclPlftoT 3Rcft % I 

(iv) ffrw l M ^ foqM*H ^ WTO f^ WcRfi c=FT <*lPtal ^ ^cT vft^SRT f^7 TO ^T I 

(v) v55urf ^toi aj^r 'HM'SIjht ^T ^ W\ 3fR w tom) ftfTOr 2008 
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BUREAU OF ENERGY EFFICIENCY 
NOTIFICATION 
New Delhi, the 10th June, 2008 

No. 02 / 11 ( 6 )/ 05 .—The following draft of certain regulations, which the Bureau, 
with the previous approval of the Central Government, proposes to make in exercise of 
the powers conferred by clause (g) of sub-section (2) of section 58, read with clause (q) 
of sub-section (2) of section 13 of the Energy Conservation Act, 2001 (52 of 2001), is 
hereby published, as required by sub-section (1) of section 58 of the said Act for 
information of all persons likely to be affected thereby; and notice is hereby given that 
the said draft regulations will be taken into consideration after the expiry of a period of 
forty five days from the date of publication of this notification in the Official Gazette. 

Any objection or suggestion which may be received from any person with respect 
to the said draft regulations before the expiry of period aforesaid will be considered by 
the Bureau. , 

Objections or suggestions, if any, may be sent to the Director General, Bureau of 
Energy Efficiency, 4 th Floor, Sewa Bhavan, R. K. Puram, Sector-1, New Delhi -110 066. 
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Draft Regulations 

1* Short title and commencement.- (1) These Regulations may be called the 
Bureau of Energy Efficiency (the manner and intervals of time for conduct of energy 
audit) Regi lations, 2008. 

(2) They shall come into force on the date of their final publication in the 
Official Gaz ette. 

2 Definitions. - (1) In these Regulations, unless the context otherwise requires,- 

(a) "Act” means the Energy Conservation Act, 2001 ) 

(b) “energy audit report” means the report of energy audit submitted 

under regulation 3 and signed by an accredited energy auditor; 

(c) Forms means the Forms appended to these regulations; 

(d) “specific energy consumption” means the average of 
energy consumed per unit of product or product -mix for 

the completed financial year; 

(e) words and expressions used herein and not defined but defined in 
the Act shall have the meanings assigned to them in the Act. 

3. Intervals of time for conduct of energy audit.-(l) Every designated consumer 
shall have fts first energy audit conducted, by an accredited energy auditor within 18 
months of the notification issued by the Central Government under clause (i) of section 
14 of the Act 

(2) The interval of time for conduct and completion of subsequent energy 
audits shall be three years with effect from the date of submission of the previous 
energy audit report by the accredited energy auditor to the management of the 
designated oonsumer. 

4. Manner of energy audit.* Every energy audit under the Act shall be conducted in 
the following manner:- 

(1) Verification of data vf energy use.- The accredited energy auditor shall - 

(a) verify the information submitted to the designated agency under 
the Energy Conservation (the form and manner for submission of 
report on me status u« energy consumption by the designated 
consumers) Rules, 2007 for the previous two years through 
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examination of energy bills, production data, inspection of 
energy-using equipment, production-processes, and systems, 

spot measurements, discussion or interview with the officers and 

✓ 

staff regarding operation of plants, energy management 
procedures, equipment maintenance problems, equipment 
reliability, projected equipment needs, improvements undertaken 
or planned, establish validated data on annual energy 
consumption and prepare a report in Form 1 for the year 
preceding to the year for which energy audit report shall be 
? prepared and submitted; 

(b) establish specific energy consumption per unit of production for 
the year referred to in clause (a); 

(c) disaggregate the energy consumption data and identify major 
energy using equipment, processes and systems. 

(2) Scope of energy audit.-The accredited energy auditor jointly with the 
energy manager of the designated consumer shall- 

(a) develop a scope of work for the conduct of energy audit required 
under the Act with a view to ensuring adequate coverage in terms 
of the share of total energy use that is covered in the energy 
audit; 

(b) select energy intensive equipment or processes for energy 
auditing; 

(c) agree on best practice procedures on measuring the energy 
efficiency performance of selected equipment and on algorithm to 
estimate energy performance and energy savings; 

(d) collect energy consumption, and production data for the 
equipment and processes covered within the scope of energy 
audit, operating data, and schedule of operation, non proprietary 
process flow charts, production level disaggregated by product, if 
applicable, and such other historical data as may be considered 
essential by the accredited energy auditor for achieving the 
purpose of energy audit. 
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(3) Monitoring and analysis of the use of energy data for energy audit. - 
The accredited energy auditor shall- 

(a) verify the accuracy of the data collected in consultation with the 
energy manager, appointed or designated by the designated 
consumer in terms of the notification number $.0.318(E), dated 
the 2 n “ March.2007, as per standard practice to assess the 
validity of the data collected; 

(b) analyse and process the data with respect to- 

(i) consistency of designated consumers’ data monitoring 
compared to the collected data; 

(ii) recommendations to reduce energy consumption and 
improve energy efficiency; 

(iii) summary overview of energy consumption in plant or 
establishment by fuel type and by section; 

(c) conduct equipment energy performance measurements with due 
diligence and caution. 

(4) Preparation of recommendations on energy saving measures, their 
cost benefit aralysis.-The accredited energy auditor having regard to the overall 
efficiency of the production process, techno- economic viability of energy saving 
measures, site c onditions and capacity of the designated consumer to invest for their 
implementation, shall prepare a list of recommendations to save energy and the list 
shall include- 

(a) a brief description of each recommended measure; 

(b) the estimated energy saving as well as energy cost reduction 
potential over a reasonable technical or economic life of the 
measure; 

(c) any known or expected technical risks associated with each 
measure; 

(d) a preliminary assessment of the financial attractiveness of each 
measure or assessment of the maximum investment feasible 

't: 

based on the estimated energy cost saving potential over the life 
of the measure; 

(e) tabulated summary of recommendations listed as per their 
implementation schedule(short, medium and long term); 
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(f) where different alternatives for implementation of an energy 
efficiency measure are available, the accredited energy auditor 
shall examine and discuss such options and recommend the 
techno-financialiy better option; 

(g) where the installation or implementation of any recommended 
energy saving measure affects procedures for operation and 
maintenance, staff deployment and the budget, the 
recommendation shall include discussion of such impacts 
including their solutions. 

5. Prioritisation and preparation of action plan.- (1) The accredited energy 
auditor jointly with the energy manager shall select from the energy audit report such 
recommended measures as are included in sub-regulation (4) of regulation 4 which in 
the opinion of the designated consumer are technically viable, financially attractive and 
within its financial means, prioritise them and prepare plan of action for their 
implementation. This action plan shall include- 

(a) preparation of detailed techno-oconomic analysis of selected 
measures; 

(b) a monitoring and verification protocol to quantify on annual basis 
the impact of each measure with respect to energy conservation 
and cost reduction for reporting to Bureau and the concerned 
State designated agency; 

(c) a time schedule agreed upon by the designated consumer of 
selected measures taking into consideration constraints such as 
availability of finance and availability of proposed equipment. 

(2) The accredited energy auditor based on the activities undertaken under 
sub-regulation (4) of regulation 4 and regulation 5 shall submit a report in Form 2 to the 
management of designated consumer. 

(3) The accredited energy auditor shall evaluate the implementation of each 
recommended energy saving measure in the previous audit report and submit a report 
in Form 3 to the management pf the designated consumer. 

6. Structure of the energy audit report.-(l) The energy audit report structure 
shall be jointly decided by the accredited energy auditor and designated consumer. 
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(2) The energy audit report shall highlight, details of specific energy 
consumptior, list of recommendations to reduce energy consumption and costs, 
monitoring and evaluation of impact of selected measures and conclude with 
certification by accredited energy auditor staling that - 

(a) the data collection has been carried out diligently and truthfully; 

(b) all data monitoring devices are in good working condition and 
have been calibrated or certified by approved or authorised 
agencies and no tempering of such devices have occurred; 

(c) all reasonable professional skill, care and diligence have been 
taken in preparing the energy audit report and the contents 
thereof are a true representation of the facts; 

(d) adequate training provided to personnel involved in daily 
operations after implementation of recommendations; and 

(e) the energy audit has been carried out in accordance with the 
Bureau of Energy Efficiency (the manner and intervals of time for 
conduct of energy audit) Regulation, 2008.. 

The ormat for the preparation of energy audit report is given in Form 4 for 
guidance. 

(3) The accredited energy auditor shall highlight the strengths and 
weaknesses of the designated consumer in the management of energy and energy 
resources ir the energy audit report and recommend necessary action to improve upon 
method of reporting data, energy management system in detail along with their 
underlying rationale, and improving energy efficiency and reducing energy consumption 
in the designated consumer. 

(4) The.accredited energy auditor shall sign the energy audit report under the 
seal of its firm giving all the accreditation details alongwith details of manpower 
employed ir conducting the energy audit. 

(5) The energy audit report shall include a work schedule sheet duly signed 

4 

by accredite d energy auditor and energy manager of the designated consumer. 

AJAY MATHUR, Director-General 
[ADVT II1/4/185/2008/Exty.] 
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Form 1 


Details of validated data,on energy consumed 
and specific energy consumption per unit of production 
[See regulation 4(1)(a)and (b)J 


1 

Name of the Unit 


2 

The sector* in which unit fatis (Refer Annexure-I) 


3 (a) 

Complete address of Unit's location (including 
Chief Executive’s name and designation) with 
mobile, telephone, fax nos. and e-mail. 


<b) 

Year of Establishment 


4 

. Registered Office address with telephone, fax nos. 
and e-mail 


5 

Name, designation, address, mobile, telephone, 
fax nos. and e-mail of energy manager 


6 

Production and capacity utilisation details 

Year 

Main products 

Units 

(Please 

specify) 

Installed 

capacity 

(a) 

Actual 

production 

(b) 

% Capacity 
utilisation (b/a) 
x 100 

Specific energy 
consumption 


Product 1 

Product 2 

Other products 






200 - 

200 



_ 






Year 200 - 200 

7.0 

Energy consumption and cost 


7.1 

Electricity consumption and cost 


(A) t 

Purchased electricity 


(0 

Units (Millions kWh/year) 


(ii) 

Total cost (Rs. Millions/year) 


(iii) 

Plant connected load (kW) 


(iv) 

Contract demand (kVA) with utility 


(V) 

Connected load (kW) 



Own Generation 

£■11 

Through Diesel Generating sets 


O') 

Annual generation (Millions kWh/ year) 


(N) 

Total cost (Rs. Million/ year) 


. (iii) I 

j 1 

Fuel used (HSD/LDO/LSHS/LSFO ( Refer 

Annexure-2) 


l_ ' iv > j_ 

Gross calorific value (kCaf/kg) 


(v) 

Annual fuel consumption (tonne) 


(vi) 

Total annual fuel cost (Rs. Million) 
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Year 200 - 200 

<b) 

Throu 

gh steam turbine/ generator 


0 ) 


1 generation (Millions kWh/ year) 

— 

(«) 


-- r ' 

sed state which type of fuel was used 
al, B-biomass, E=electricity). If coal was 
state which grade i.e., C/l=imported or 
oal of grade F 


(c) 

Throi 

gh gas turbine 


(») 


1 generation (Millions kWh/ year) 


(iO 

■■jjH 

sed (state which type of fuel was used 
il Gas (NG), Piped Natural Gas (PNG), 
ressed Natural Gas (CNG), Naphtha) 


(iii) 

Gross 

calorific value (kCal/SCM) 


(iv) 


il fuel consumption (SCM) 


(v) 

Total 


- 

(C) 

Total 

year) 



(D) 

Elect 

(Miiii 

ricity supplied to the grid / others (specify 
>ns kWh/ year)' 

# 

SB 




BM 

■Hu 

H 

Ill ' ll Hi - 


(A) 

Coal 



(i) 

Gros 

s calorific value (kCal/kg) 


00 

Quai 

itity purchased (tonne/ year) 



EE 

itity used for power generation (tonne/year) 

- 


Qua 

itity used as raw material, if any (tonne/year) 


figgii 

Qua 

itity used for process heating (tonne/year) 


— 

Tota 

1 coal cost for process (Rs. Million/year) 



Ligr 

ite 


0 ) 

Gro! 

is calorific value (kCal/kg) 


(ii) 

Qua 

itity purchased (tonne/year) 


(iii) 

Qua 

ntity used for power generation (tonnes/year) 


(lv) 

Qua 

ntity used as raw material, if any (tonne/year) 


(v) 

Qua 

ntity used for process heating (tonne/year) 


(vi) 

Tot; 

il lignite cost for process (Rs. Million/year) 

____ 
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(C) 


(») 

(ii) 

(iii) 

(iv) 

(v) 

(vi) 

7.3 

(A) 

(0 

(ii) 

(iii) 

(iv) 

(v) 

(vi) 


(B) 

_(i)_ 

(ii) 

(iii) 

(iv) 

(v) 

(vi) 


(C) 

(i) 

(ii) 

(iii) 

(iv) 

_ 00 

(vi) 


Bio mass Other purchased solid fuels (pleasd 
specify) ba gasse, rice husk, etc. __ 

Average moisture content as fired (%) 

Average gross calorific value a§ fir ed (kcal/kg) 

Quantity purchased (tonne/year)_ 

Quantity used ii raw m aterial, if any (tonne/year) 

Quantity t'sed for process he ating (toririe/ year) 

total bagasse cost for process (Rs . Million/year) 

Liquid___ 

Furnace OilfF.O.)_ _ 

Gross calorific value (kCal/kg)_,_ 

Quantity purchased (kL/ year) _ 

Quantity used for pcwer generation ( kL/ year) 

Quantity used as raw material, if any (kL/ year) . 

Quantity used for process heating (kL/ year) _ 

Total F.O. cost for process heating (fts. 
Millio n/year) ___ 

Low Sulphur Heavy Stock ( LSHS) _ 

Gross calorific value (kCal/kg) __ 

Quantity purchased (tonne/ year) _ 

Quantity used for power generation (to nne/year) 

Quantity used as raw material, if a ny (tonne/year) 

Quantity used for process heating (tonne/yeaf) 

Total LSHS Cost for process heating 
(Rs. Million/year) ____ 

High Sulphur Heavy Stock (HSHS) 

Gross calorific value (kCal/kg) __ 

Quantity purchased (to nnes/year) __ 

Quantity used for power generation (tonne/year) 

Quantity used as raw material, if any (tonne/year) 

Quantity used for process heating (tonne/year) 

Total HSHS cost for process heating 

(Rs. Million/year) ___ 
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Year 200 - 200 


(D) 

Died 

(el Oil 

(a) 


i Speed Diesel (HSD) 

(i) 

Gro 

ss calorific value (kCal/kg) 


i\ HSD cost for process heating (Rs. 
on/year) 


A 


t Diesel Oil (LDO) 


ss calorific value (kCal/kg) 


Quantity purchased (kL/year) 


ntity used for power generation (kL/year) 


antity used as raw material, if any (kL/year) 


antity used for process heating (kL/year) 


al LDO cost for process heating 
. Million/year} 


pressed Natural Gas (CNG) 


Gross calorific value (kCal/SCM) ( Refer Annexure 
2 )___ 


antity purchased (million SCM/year) 


Quantity used for power generation (million 
SC M/year) __ 


Quantity used as raw material, if any (million 
SOM/year) ___ 


Quantity used for process heating (million 
SOM/year) _ __ _ _ 


tal cost of natural gas for process heating 
s. Million/year) __ 


ueflsd Petroleum Gas (LPG) 


ss calorific value (kCal/SCM) 


lantlty purchased (million SCM/year) _ 


Quantity used for power generation (million 
SCM/year) _ __ 


Q jantlty used as raw material, if any (million 
S< JM/year)___ 


jantity used for process heating millionSCM/year) 


itai cost of LPG for process heating 

* Mill Inn 












































% 
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Year 200 - 200 

<C) 

Gas generated as by product/ waste in the plant 
and used as fuel 


(0 

Name 


(») 

Gross calorific value (kCal/SCM) 


(in) 

Quantity used for process heating (million 

SCM/year) 



Total cost of byproduct gas for process heating 
(Rs. Million/year) 

• 

* 

3 

Solid waste 


— 

Solid waste generated in the plant and used as 
fuel 


(i) 

Name 


(ii) 

Gross calorific value (kCal/kg) 


(iii) 

Quantity used for process heating (tonne/year) 


(iv) 

Total cost of solid waste for process heating 
(Rs. Miilion/year) 


um 

Liquid waste 


(A) 

Liquid effluent/ waste generated in the plant and 
used as fuel 


33 

Name 


(ii) 

Gross calorific value (kCal/kg) 


(iii) 

Quantity used for process heating (tonne/year) 


(iv) 

Total cost of liquid effluent for process heating 
(Rs. Million/year) 


7.7 

Others 


(0 

Name 


.(ii) 

Average gross calorific value (kCal/kg) 


Hfll 

Quantity used for power generation (tonnes/year) 


SB 

Quantity used for process heat (tonnes/year) 


(V) 

Annual cost of the others source 



Signature - Signature 

Name of the energy manager, Name of the accredited energy auditor 

Name of the company Accreditation details 

Full address Seal 

Seal 


/ 
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Annfexurel - Name of sectors 


Aluminum, cement, chemicals, chlor-alkali, fertilizers, gas crackers, iron and steel, naphtha crackers, 
pulp and paper, petrochemicals, petroleum refineries, sugar, textile. 


Annexure 2 


- Nomenclature 


1- 

ISD 

High Speed Diesel 

1 

DO 

Light Diesel Oil 


SHS 

Low Sulphur Heavy Stock 


SFO 

Low Sulphur Furnace Oil 



Coal 

E 


Biomass 

E 


Electricity 

E 

;/i 

Coal Imported 


;/f 

Indian Coal grade F 


IG 

Natural Gas 

E 

»NG 

Piped Natural Gas 

E 

;ng 

Compressed Natural Gas 

E 

: 0 

Furnace Oil 

E 

— 

P G 

Liquefied Petroleum Gas 

E 

;cm 

Standard Cubic Metre (15°C and 1.G1325t>ar) 

E 

:l 

Kilo Litre 

E 

/lillion 

Tea (10) lakh 













Form 2 

Details of energy saving measures recommended in the energy audit report (year) 

[See regulation 5(2)j 
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11. Process] 

12. Heating 

13. Electrical System 

14. Lighting System 

15. Melting, 

16. Heat Exchangers 


[Part 111— Sec. 4] 


Annexure 3 


Suggested categories of ateas of i-nprovernenUnd modi^atioHS 
for obtaining details of energy saving 

1 Better hoi se keeping measures 

2 Installatio i of improved process monitoring and control instrumentation, or software 

3 Fuel Handling System 

4 Steam Gi sneration System , 

5. Steam Distribution System * 

6. Electricity r Generation System 

7. Hot Water System 

8. Compre; sed Air System 

9 Raw/ Pr< >cess Water Syste m 

10. Cooling/Vater System 


Cooling/ Refrigeration System 
Ventilation and Air Conditioning System 


Heating/ Drying Equipment (e.g. Furnaces, Heaters, KlinS, Ovens, Dryers, Evapo 


Compressors, Fans, Blowers, Piping, Ducting 

Equipment (e g Reactors, Separation Equipment. Material. Handling Equipment, etc.) 


17. Pumps 

18. Procesfc 

19. Transformers 

20. Electric Motors and Drives 

21. Process Technology 

22. Procei >s Integration 

23. Proce! ;s Control and Automation 

24. Other Non-equipment Measures (e g Plant Operation/ Scheduling, Tanff Schedule, etc.) 

25. Recoi ery of waste heat for process heat or power generation 

26 Retro itring. modification or sizing ot fans, blowers, pumps, including duct systems 

27. Other 



Form 3 

[See regulation 5(3)] 

Details of energy conservation measures implemented, investment made and savings in energy achieved 
and progress made in the implementation of other recommendations. 
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1 

c 

« 

E 

© 

a. 

E 


< 


Remarks 




Fuel 


■ 


Units 5 

i 

i 


Verified 

energy 

savings 

1 



Verified 

savings 4 

(Rupees) 

1 



Investment 

(Rupees) 

1 

1 

1 

■ 



1 

Description of energy efficiency 
improvement measure 
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Form 4 
FORMAT 

[See regulation 6 (2)] 

C auidelines foi p reparation of Energy Audit Report 

Each energy a i d it report shall include - 

(1) Title page 

- Re sort title 

- Client name 

- Location of the plant/establishment 

- Da :e of report 

- Name of the accredited energy auditors 

(2) Table of contents 

(3) Acknowledgement 

(4) Executive summary 

- Company’s profile 

- Gc als and objectives of the energy management programme 

- Major challenge and goals for the upcoming yeai^ 

- Major activities to meet challengers and goal 

- Simmary and classification of energy 

- Conservation measures - should be in Form 2. 

1.0 Introduction about the plant/establishment 

1.1 General plant/establishment details and descriptions 

1.2 Energy audit team 

1.3 Component of production cost (raw materials, energy, chemicals, 
manpower, overhead, others) 

1.4 Major energy use areas 
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2.0 Production process description 

2.1 Brief description of manufacturing process 

2.2 Process flow diagram and major unit operations 

2.3 Major raw material Inputs, quantity and costs 

3.0 Energy and utility system description 

3.1 List of utilities 

3.2 Brief description of each utility 


3.2.1 

Electricity 

3.2.2 

Steam 

3.2.3 

Water 

3.2.4 

Compressed air 

3.2.5 

Chilled water 

3.2.6 

Cooling water 

3.2.7 

Others 


4.0 Detailed process flow diagram and energy and material balance 

4.1 Flow chart showing flow rate, temperature, pressures of all input- 
output streams 

4.2 Water balance for entire industry 

4.3 Energy balance of the designated consumer in the tabular form 

5.0 Performance evaluation of major utilities and process equipments/ 
systems 

5.1 List of equipments and process where performance testing was done 

5.2 Results of performance testing 

6.0 Energy efficiency in utility and process system 

6.1 Specific energy consumption 

6.2 Boiler efficiency assessment 
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6.3 "hermic fluid heater performance assessment 

6.4 F : urnace efficiency analysis 

6.5 Cooling water system performance assessment 

6.6 Diesel Generator set performance assessment 

6.7 Refrigerator system performance 

6.8 Compressed air system performance 

6.9 I Electric motor load analysis 

6.10 Lighting system 

6.11 Others. 

Eva uation of energy management system 

7.1 Energy management policy 

7.2 Energy management monitoring system 

7.3 Bench marking 

7.4 Development and establishment of procedures include energy efficiency 
possibilities 

7.5 ‘"raining to staff responsible for operational and associated processes 

7.6 General audit review 

7.7 Conform to Act, rules and regulations framed there under 

7.8 Strength and weaknesses of the designated consumer. 

Energy conservation measures and recommendations 

8, i The report shall provide existing energy profile of the designated consumer with 
percentage share of major equipment / processes, utilities etc., so that it 
becomes a basic documents for future monitoring. 

8.2 Details of energy saving measures recommended in Form 2 

8.3 Cost benefit analysis of each recommended energy saving measures 
as per standard practice. 

8.4. The investment proposals shall be backed with technical and economic viability 
and prioritization of energy conservation measures based on financial analysis 
of various options taking into account the capacity of the designated consumer 
to make investment in such measures. 
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8.5. The energy auditor may also consider the substitution of existing energy use by 
any other form of techno-commercially viable form of energy. 

8.6. Details of energy saving measures implemented, investment made and saving 
in energy achieved together with progress made in the implementation of the 
remaining energy saving measures in Form 3. 

0 Certification 

This part shall indicate certification by accredited Energy auditor stating that- 

(i) the data collection has been carried out diligently and truthfully; 

(ii) all data monitoring devices are in good working condition and have 
been calibrated or certified by approved agencies authorised and-no 
tempering of such tie vices has occurred; 

(iii) all reasonable professional skill, care and diligence had been taken in 
preparing the energy audit report and the contents thereof are a true 
representation of the facts; 

(iv) adequate training provided to personnel involved in daily operations 
after implementation of recommendations; and 

(v) the energy audit has been carried out in accordance with the Bureau of 
Energy Efficiency (manner and intervals of time for the conduct of 
energy audit) Regulations, 2008. 


Signature 

Name of the accredited energy auditor 

Accreditation details 

Seal 
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